STATUTES AT LARGE

by the Board of Trustees in the district where such school is located,
or the County Board of Education in any county which may operate
under a county unit plan. No school shall receive any benefits under
the provisions of this Act which does not have the minimum enroll-
ment and average daily attendance, for the previous scholastic year
fixed in the schedules below: In two teacher high schools the mini-
mum enrollment shall be 32, with an average daily attendance of 28;
in a three teacher high school the minimum enrollment shall be 50,
with an average daily attendance of 44; in four teacher high schools
the minimum enrollment shall be 83, with an average daily attend-
ance of 66; in five teacher high schools the minimum enrollment shall
be 110, with an average daily attendance of 88; in six teacher high
schools the minimum enrollment shall be 138, with an average daily
attendance of 110; in seven teacher high schools the minimum en-
rollment shall be 168, with an average daily attendance of 134; in
eight teacher high schools, the minimum enrollment shall be 200 with
an average daily attendance of 160; in nine teacher high schools the
minimum enrollment shall be 234, with an average daily attendance
of 187; in ten teacher high schools the minimum enrollment shall
be 270, with an average daily attendance of 216; in eleven teacher
high schools the minimum enrollment shall be 308, with an average
daily attendance of 246; in twelve teacher high schools the minimum
enrollment shall be 348, with an average daily attendance of 278; in
all high schools with more than twelve teachers the minimum enroll-
ment shall be thirty pupils for each teacher and have an average
daily attendance of twenty-five pupils for each teacher. In a one
teacher elementary school the minimum enrollment shall be 20, with
an average daily attendance of 15; in a two teacher elementary school
the minimum enrollment shall be 40 with an average daily attend-
ance of 32; in a three teacher elementary school the minimum en-
rollment shall be 75, with an average daily attendance of 60; in
four teacher elementary schools the minimum enrollment shall be
105, with an average daily attendance of 84; in five teacher elemen-
tary schools the minimum enrollment shall be 140, with an average
daily attendance of 112; in six teacher elementary schools the
minimum enrollment shall be 175, wiih an average daily attendance
of 140; in seven teacher elementary schools the minimum enrollment
shall be 210, with an average daily attendance of 168; in eight teacher
elementary schools the minimum enrollment shall be 248, with an
average daily attendance of 200; in nine teacher elementary schools
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